This index of articles appearing in The Navy Civil 
Engineer in 1981 is published for reference purposes. The 
first section of the index is by edition with an alphabetic 
listing by author. The second section lists articles alpha- 
betically under general categories with edition date and 
page number shown. 


1981 INDEX FIRST SECTION 





ALLSHOUSE, Ray C., 
LCDR, CEC, USN 
BARFIELD, O., LT, and 
Mrs., CEC, USN 
BEDNAR, George J., CDR, 
CEC, USN (Ret.) 


Manpower Requirements 
Dear Folks 


Are We Really Prepared For 
Amphibious Landings? 
CASTELLUCCI, Robert . . .Oil Skimmer Renovation 

DALBY, P. H., LTJG, and 

Mrs., CEC, USN .. Dear Folks 

DEVINE, Jacquelynne M. Visitation to Field Operations — 

CBC Gulfport, Miss. 

EVANS, W. A., LT, and Mrs.., 
CEC, USN 

FEINER, Frances A. 


Dear Folks 

Defense Energy Information 
System 

FRENTZ, Gerald T., LT, 
CEC, USN 

GLYNN, William G. LCDR, 
CEC, USN 

ISELIN, D. G., RADM, CEC, 

A Farewell From “Topside” 

NAVFAC Staff NAVFAC Situation Report 

RICE, RichardA. ........ Smoke Detectors To The Rescue 

SMITH, Loren W., LCDR, 
CEC, USN ....Abstracts of Theses 

SPECK, William H., Esq. . .Government employees can be held 
liable 

Admiral Iselin Retires From Active 
Naval Service 

Hawaiian Air Conditioning 

More Pages For The CEC/Seabee 
Album 

The New Commander and Chief of 
Civil Engineers 

WILLIAMS, Davidl. ...... Visual Inspections Aren’t Enough! 


Seabee Officer Training 


Oil Skimmer Renovation 


Unsigned . 


Unsigned 
Unsigned 


Unsigned 


BIGGERS, Gary W. 
BRITTS, W. B., LCDR, CEC, 
A Ready Reserve of Professional 
Skill 


Low-cost projects save! 


BUCKLEY, Timothy F., 
EAC, USN 

CLEMENTS, Neal W., 
RADM, CEC, USN 


Embarkation 


Speaking From Topside — A 
Farewell From the Pacific 
Commander 

deLAVAL, Nancy Dunn .. .Security Envelope 

JOHNSON, Allan W., CDR, 
CEC, USN Atlantic Coast Trident Submarine 
Base 

LEE, Dennis J., LCDR, 
CEC, USNR A Primer for Professional 
Registration 

NAVFAC Staff NAVFAC Situation Report 

ROGERS, George A., Jr., 

Contract Services: Necessary for 
Survival? 

SMITH, W. A., LCDR, CEC, 

A Ready Reserve of Professional 
Skill 

SPAULDING, Vincent M. . .Energy Conscious Architectural 
Detailing 

Advice of Counsel — About 
Attorney’s Fees 


SPECK, William H 
TANNER, Thomas J., 
LCDR, and Mrs., CEC, 
iceland 


SPRING 1982 


Unsigned 


Accolades and Flag Appointments 
Unsigned 


CECOS Schedule of Course 
Offerings 
Summer 1981 (Vol. XXI, No. 3) 
AULT, D. K., LT, CEC, USN Individuals but part of the team! 
BOUDRA, W. F., LT, CEC, 
Seabees aid Palau expansion 
Editor Editor's Notes and Comments 
Letters 
Can Do? 
Davisville Author 
FEMLING, Gary W., ENS, 
CEC, USN Change Orders Speeded by Desk 
Calculator 
Enhancing construction skills 
Hiatus not detrimental at Davisville 


FRAKER, Dave 
GARDNER, Joan O 
GEORGE, R. D., LT, CEC, 
On special assignment 
HERTWIG, Ronald W., LT, 
CEC, USN CBU 403: the keyword is “training” 
Sn! hf Serres Putting the motive back into 


locomotive 
HUTCHINS, Donald B., 
LCDR, CEC, USN 


KANESHIRO, Roy 
KATZ, Richard L., LTJG, 
CEC, USNR 
KINTSFATHER, Dave 
LANTRIP, Connie 


Delivery of ready to occupy housing 
for Adak naval station 
Refractory Relining 


Acoustical Design 

Exigent Minor Military construction 

CBC Port Hueneme enters new 
‘rocket’ era 

McCONNELL, J. A., LT, 
CEC, USN 

MORTENSON, Rodney D., 
ENS, CEC, USN 


Rota tests readiness posture 


Gulfport increases emphasis on 
training 

NAVFAC HQ Counsel Staff 

Advice of Counsel — Legal 
Disqualifications 

NAVFAC Staff NAVFAC Situation Report 

NELSON, W. L., LT, CEC, 

They work from high to low — and 
hot to cold 

NIEMI, Ronald E. ........ Navy gets into Icelandic hot water 

NUGEN, Tom, UT2, USN . .“Production without rework is our 

reward” 

PETERSON, DebraS., 
EACN, USN CBUs help raise morale and 
retention 

PHILLIPS, Robert L., LT, 
CEC, USN Change Orders Speeded by Desk 
Calculator 

PHINNEY, LucienB. ..... Putting the motive back into 

locomotive 

POOLE, A. S., CAPT, CEC, 

Key participant from Norway to 
Garcia 

REICHERT, Bruce A., ENS, 
CEC, USN “Battle weary” NMCB-74 holds 
ground against “aggressors” 

ROBSON, Dave, JO3, USN NMCB-40: Specialists in disaster 


relief 
ROGERS, !_ee E Metric Conversion 
ROURK, David, JOSA, 
Gulfport Homeport Stays A Busy 
One For NMCB-133 
RUGLESS, J. M., CDR, 
CEC, USN 
STOKES, J. A., ENS, CEC, 
Refractory Relining 


PHIBCB-1 gets there with Marines! 
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STRUTHERS, Lynn C., 
CDR, CEC, USN 

TRANSANO, Vincent A., 
PMG ce Pat Veuek oeces oS The long historical struggle to gain 
professional recognition 

Change of Commands 

Commander’s Award 

Laboratory becomes independent 
command 

The pride and professionalism of 
MARVIN SHIELDS remembered 
Handling Industrial Wastes 


Exigent Minor Military construction 


Unsigned 
Unsigned 
Unsigned 


Unsigned 
YACOUB, Jeanne A 


BARFIELD, Oliver, LT, 
CEC, USN 
DOHERTY, C. L., LT, CEC, 
...Harsh Weather Projects Made 
Easier With Air-Bubble Shelter 
HANNEMANN, Dennis M. A new national energy policy 


Dredging 


Accolades and Flag Appointments 
Admiral Iselin Retires From Active Naval Service 


Fall/Winter-p. 
Winter-p. 
Winter-p. 


Dear Folks . ites 
A Farewell From “Topside” 
Historic Crane Hastened WWII 
Repair at ‘Pear!’ Fall/Winter-p. 
Icelandic Adventure Spring-p. 
Laboratory becomes independent command ...Summer-p. 
Land-base crane survives first ‘shakedown’ . . Fall/Winter-p. 
Metric Conversion Summer-p. 
A model USS New Jersey Fall/Winter-p. 
More Pages For The CEC/Seabee Album Winter-p. 
The New Commander and Chief of Civil Engineers Winter-p. 
The pride and professionalism of 
MARVIN SHIELDS remembered 
Speaking From Topside — A Farewell From the 
Pacific Commander 
Speaking From Topside — A Shift in Facility 
Funding 
Visitation to Field Operations — 
ce ee ee eer Winter-p. 


Summer-p. 
Spring-p. 
Fall/Winter-p. 


Atlantic Coast Trident Submarine Base 
Delivery of ready to occupy housing for Adak 

naval station - 
Exigent Minor Military construction .. 
Hawaiian Air Conditioning 


Acoustical Design 
Security Envelope Spring-p. 


Manpower Requirements . .Winter-p. 


Contract Services: Necessary for Survival? Spring-p. 
Change Orders Speeded by Desk Calculator ... . Summer-p. 
Handling Industrial Wastes Summer-p. 
Maintenance assistance — just a phone 

. Fall/Winter-p. 


Fall/Winter-p. 


Putting the motive back into locomotive 
Refractory Relining 


Visual Inspections Aren’t Enough! Winter-p. 


“Battle weary” NMCB-74 holds ground 
against “aggressors” 

CBC Port Hueneme enters new ‘rocket’ era 

CBU 403: the keyword is “training” 

CBUs help raise morale and retention 

Enhancing construction skills ................ Summer-p. 
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Summer-p. 
Summer-p. 


JENKINS, JamesF. ...... Maintenance assistance — justa 
phone call does it! 

Historic Crane Hastened WWII 
Repair at ‘Pearl’ 

sata) SS, * ee Advance Base Sectional Docks 

NAVFAC Counsel Staff .. .Advice ot Counsel — Lawsuit 
Procedure 

NAVFAC Situation Report 


LIGHT, JeanneA 


NAVFAC Siaff 
OAKES, Michael, LT, CEC, 
An easier way for Company 
Commanders 
SPRINGSTON, Preston S. New methods of rapid runway repair 
pass extensive field tests 
TAYLOR, James T., RADM, 
CEC, USN Speaking From Topside — A Shift in 
Facility Funding 
Unsigned 
Unsigned 


Geothermal heating facility 
Unsigned 


Land-base crane survives first 
‘shakedown’ 


Gulfport Homeport Stays A Busy One 
for NMCB-133 
Gu!fport increases emphasis on training 
Hiatus not detrimental at Davisville . 
Individuals but part of theteam! .... 
Key participant from Norway to Garcia 
NMCB-40: Specialists in disaster relief 
On special assignment . 


“Production without rework is our reward” 
Rota tests readiness posture 
Seabees aid Palau expansion 
They work from high to low — 
and hot to cold 


Summer-p. 
Summer-p. 


Are We Really Prepared for 
Amphibious Landings? 

Embarkation 

Harsh Weather Projects Made Easier with 
Air-Bubble Shelter 

New methods of rapid runway repair 
pass extensive field tests 


Winter-p. 
Spring-p. 


Fall/Winter-p. 
Fall/Winter-p. 
Dredging 


Oil Skimmer Renovation 
Smoke Detectors To The Rescue 


Fall/Winter-p. 
Winter-p. 
Winter-p. 


Defense Energy Information System 
Energy Conscious Architectural Detailing 
Geotherma! heating facility 

Low-cost projects save! 

A new National Energy Policy 

A Ready Reserve of Professional Skill 


Winter-p. 
Spring-p. 
Fall/Winter-p. 
Spring-p. 
Fall/Winter-p. 
Spring-p. 


Abstracts of Theses Winter-p. 13 
An easier way for Company Commanders... . Fall/Winter-p. 
A Primer for Professional Registration Spring-p. 28 
Seabee Officer Training Winter-p. 


CECOS Schedule of Course Offerings Spring-p. 23 


NAVFAC Situation Report Winter-p. 19 
Spring-p. 18 
Summer-p. 26 
Fall/Winter-p. 22 


About Attorney’s Fees 

Government Employees can be held liable 
Lawsuit Procedure 

Legal Disqualifications 


Spring-p. 15 
Winter-p. 11 
Fall/Winter-p. 12 
Summer-p. 6 


Advance Base Sectional Docks 
The long historical struggle to gain 
professional recognition 


Fall/Winter-p. 13 
Summer-p. 3 


Editor’s Notes and Comments . 
Commander's Award 

Readers Survey Form 

Readers Survey Results 


Summer-p. 22 
Summer-p. 8 
Summer-p. 47 
Fall/Winter-p. 31 
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